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UCHealth is focused on operating as efficiently as possible, and we use both operational 
innovations and our supply chain purchasing power to decrease overall expenses. Last year, 
our cost per adjusted discharge grew far less than the median for hospitals in our state, which 
shows our dedication to operating efficiently. UCHealth also has excellent bond ratings, which 
helps us further reduce costs. We’re able to return these cost savings back to patients by 
reinvesting in our facilities and employees, offering competitive prices, and working with 
insurance companies to provide more affordable plans for patients. 



